FIRST  METHODIST  CHURCH  -  DALLAS 

First  Methodist  Church,  Dallas,  is  located  at  Ross  and 
Harwood  Streets,  near  the  downtown  business  section, 
since  1926.  It  is  called  "The  Church  at  the  Crossroads" 
because  of  its  ministry  to  all  the  City. 
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